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Full Size Illustration of 6-inch Panel of International Metal Ceiling 
Showing Re-Pressed Bead Joints and Die-Cut Nail Holes 



Re-Pressed Bead Joints and 
Die-Cut Nail Holes 

ARE FEATURES OF 

International Metal Ceilings 

THE beads are re-pressed on dies made from tool 
steel. These dies are as true to size and shape 
as it is possible for the finest tools and most expert 
machinists to make them. There is no variation in any 
direction. 

Not only are the beads re-pressed, but at each 
nailing point the metal is blanked out. This eliminates 
the driving of the nail through two and sometimes 
four thicknesses of metal, making erection easier and 
quicker. The plates are re-trimmed on four sides. 

These improvements enable the sheet metal worker 
to do first-class ceiling work at a large saving of cost 
and annoyance; and to the architect and owner they 
are a guarantee that the erected ceiling will be free 
from open joints, the fault so common to the unpressed 
and old-style beads. 

A saving of at least 25 per cent in the cost of erection 
will be effected if ceiling plates with 

Re- Pressed Bead Joints and Die- Cut 
Nail Holes are Used 

International Metal Ceilings, made under very 
strict supervision, have these money-saving features. 

Get a set of samples and test them — a postal card 
request will be the whole cost. You will find the 
samples true on all sides, perfect fitting and in true 
alignment, and that the nail holes register perfectly 
at every test. 

In erecting International Ceilings, the patterns cannot 
get out of line, no nails have to be driven through the 
metal and the job is done better and in much less time. 



MONEY AND TIME SAVERS AND TROUBLE ELIMINATORS 



INSTRUCTIONS FOR APPLYING 



FURRING FOR FLAT PLATES AND SHALLOW PANELS 

STRIKE chalk lines the length of the room at distances indicated on the working drawing so they will 
coincide with the center lines of the nailing beads on the plates. On these lines, nail % x l'/i-inch 
furring strips. Between these strips and across the room, nail "headers" or cross strips at distances 
from center to center equal to the distances between centers of the nailing beads of the plates as indicated on 
the working drawing. Nail strips in angle of ceiling and wall and at a distance from the wall equal to the 
projection of the cornice to receive the cornice brackets. Bring the strips to a uniform depth by driving wedges 
between the strips and the old ceiling or joists, otherwise the ceiling will present an uneven appearance when 
completed. 

Embossed plates and flush back panels may be applied to wood sheathing, in which case no furring strips 
will be required, but the sheathing should be level. 




SINGLE FURRING 



FURRING FOR DEEP PANELS 

Nail furring strips the length of the room, as for flat plates, carefully leveling them with wedges. Then nail other strips at right angles on top of these, 
at distances from center to center equal to the distances between centers of the nailing beads of the panels, as shown on the working drawing. Nail "headers" 
or cross strips at right angles to the last strips and on top of the first strips applied. This will bring all strips to the same level. To bring the cornice to the 
level of the ceiling nail one strip on top of another in the angle between the ceiling and the wall, and at distance from the wall equal to the projection of the 
cornice. 

APPLYING CEILING 

Apply the different members of the ceiling in the following order: Field, Filler, Mold or Border, Cornice. 

Beginning at one corner apply the ceiling plates across and along the room, keeping the lapping edges running from the light. Each piece should be care- 
fully lapped so the beads will be straight and true. The plates should be nailed at six-inch intervals with one-inch wire nails, with small heads. The filler plate 
is lapped under the members on either side of it. 

When stamped cornice mitres are used they should be fitted into the corners of the room before applying the cornice. 

Close or "swedge" with a small dull tool any joints which may not have lapped tightly, owing to the lapping beads having been bent or flattened in applying. 

PAINTING METAL CEILING 

All of our ceiling material is provided with a priming coat of paint on both sides. After the material is 
erected it should have two coats of good paint on the face. In order to get the best effect and properly 
distribute the light over the rooms, a gloss paint should not be used. Gloss paint becomes soiled and shows 
wear just as quickly as a paint that is flat or without gloss. 

We recommend a very simple treatment, because the embossed ornaments on our metal ceilings are 
sufficiently decorative without elaborate painting. The best effect is produced by using white paint or a 
paint slightly tinted to harmonize with the general color scheme of the room. On the cornice can be used 
a darker tint to blend with the ceiling and other decorations in the room. 

The following method is a good one: Dust or clean off any dirt or grease spots from the metal; mix 
the first coat of strictly pure white lead, using equal parts of raw linseed oil and turpentine; tint the same 
color you desire to finish with. When first coat is dry go over with a mixture of strictly pure white lead 
thinned to the desired consistency with pure turpentine; tint the same as first coat. 




DOUBLE OR CROSS FURRING 




AN AUTO SALES ROOM 



An Adaptation of Design 8138 



BROOKLYN, N. Y. 
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STEWART'S— LADIES' APPAREL 



An Adaptation of Design 8254 



ST. LOUIS, MO. 
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CLIFFORD THEATRE 





CHICAGO, ILL. 



An Adaptation of Design 7104 




GENERAL FURNITURE CO. 



An Adaptation of Design 8252 



CHICAGO, ILL. 



METAL CEILINGS AND WALLS 




Cornice 4469 

9% inches deep, 5-inches projection 

Filler .4574 

Field Panels 4697 



CEILING DESIGN No. 7103 

Price, based on room 12 x 18 feet or smaller, $10.45 per sq. inc. 4 mitres 
" " " " 18x30 " " " 10.48 " u " 4 " 

a a a a 2 6 X 80 " " " 10.60 " u " 4 " 



Substitution of cornice may be made to 
suit conditions. Re-pressed bead joints and 
die- cut nail holes. This design cannot be 
applied without the use of furring strips. 
Furring strips extra. 



INTERNATIONAL STEEL & IRON COMPANY 




Cornice 4469 

9% inches deep, 5-inches projection 

Filler 4574 

Panels 4690 

Rosettes 4481 



CEILING DESIGN No. 8203 

Price, based on room 12 x 18 feet or smaller, $11.96 per sq. inc. 4 mitres 

" " " " 18x30 " " " 12.37 " " " 4 " 

" " " " 26x80 " " « 12.50 " " " 4 " 



Substitution of cornice may be made to 
suit conditions. This design cannot be used 
without the use of furring strips. Furring 
strips extra. 



METAL CEILINGS AND WALLS 
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Cornice 4250 

10 inches deep, 11 M -inches projection 

Filler 4574 

Panels 4514 

Rosettes 4481 



CEILING DESIGN No. 7105 

Price, based on room 16 x 20 feet or smaller, $11.60 per sq. inc. 4 mitres 
" « " " 20x40 " " " 12.12 " " " 4 " 

« a « « 26x80 " " " 12.40 " " u 4 " 



Substitution of cornice may be made to 
suit conditions. This design cannot be 
applied without the use of furring strips. 
Furring strips extra. 
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INTERNATIONAL STEEL & IRON COMPANY 




Cornice 4299 

5j/§ inches deep, 4)^ -inch projection 

Filler 4574 

Field Panels 4870, 4871, 4872 



CEILING DESIGN No. 8252 

Price, based on room 16 x 20 feet, $10.09 per sq. inc. 4 mitres 
" " " " 20 x 40 " 9 77 " " " 4 " 

« « a a 28x80 " 9.62 " " u 4 u 



Substitution of cornice may be made to 
suit conditions. Re-pressed bead joints and 
die-cut nail holes. This design cannot be 
applied without the use of furring strips. 
Furring strips extra. 



METAL CEILINGS AND WALLS 



11 




Cornice 4221 

11 Y% inches deep, 9-inch projection 

Filler 4574 

Bead Joint 4497, 4498, 4271 



CEILING DESIGN No. 8132 
Price, based on room 16 x 18 feet or smaller, $10.20 per sq. inc. 4 mitres 

a u a a 20 x 40 " " " 9.84 " " " 4 " 

a a a u 2 6 X 80 " " " 9&1 " " " 4 " 



Substitution of cornice may be made to 
suit conditions. This design cannot be ap- 
plied without the use of furring strips. 
Furring strips extra. 
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INTERNATIONAL STEEL & IRON COMPANY 




Cornice 4221 

11 Y% inches deep, 9-inches projection 

Filler 4263 

Border 4509 

Panels 4271 



CEILING DESIGN No. 8134 

Price, based on room 16 x 20 feet or smaller, $10.10 per sq. inc. 4 mitres 
" « " « 20x40 " " " 9 77 " " " 4 u 

" " u " 26x80 " " " 9^63 " * " 4 " 



Substitution of cornice may be made to 
suit conditions. Re-pressed bead joints. 
This design cannot be applied without the 
use of furring strips. Furring strips extra. 



METAL CEILINGS AND WALLS 
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Cornice . 4292 

6}4 inches deep, 6 1 j-inches projection 

Filler 4574 

Border 4225 

Beam Mold 4854 

Panels 4271,4272 



CEILING DESIGN No. 8070 

Price, based on room 17 x 24 feet or smaller, $10.70 per sq. inc. 4 mitres 

a a a a 2 4 X 45 " " " 10.86 " " " 4 " 

« a a u 33 x 80 " « « 11.05 " " " 4 " 



Substitution of cornice may be made to 
suit conditions. Re-pressed bead joints and 
die-cut nail holes. This design cannot be 
applied without the use of furring strips. 
Furring strips extra. 
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INTERNATIONAL STEEL & IRON COMPANY 




Cornice 4221 

11 Y% inches deep, 9-inches projection 

Filler 4574 

Panels 4350 



CEILING DESIGN No. 8222 

Price, based on room 17 x 21 feet or larger, $9.45 per sq. inc. 4 mitres 
" " " " 21x39 " " u 9.07 " " " 4 " 
« " " " 27 x 79 " " u 8 85 " " u 4 " 



Substitution of cornice may be made to 
suit conditions. Re-pressed bead joints and 
die-cut nail holes. This design cannot be 
applied without the use of furring strips. 
Furring strips extra. 



METAL CEILINGS AND WALLS 
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Cornice .4292 

6J<£ inches deep, 63/2-inches projection 

Filler 4574 

Panels . .4641, 4642, 4643 



CEILING DESIGN No. 8291 

Price, based pn room 17 x 21 feet or smaller, $9.31 per sq. inc. 4 mitres 

a a a u 2 lx39 " " " 8.95 " " " 4 " 

a u u a 97 x 79 u a a 8 S4 " u " 4 " 



Substitution of cornice may be made to 
suit conditions. Re-pressed bead joints and 
die- cut nail holes. This design cannot be 
applied without the use of furring strips. 
Furring strips extra. 
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INTERNATIONAL STEEL & IRON COMPANY 







Cornice 4292 

63^ inches deep, 6 ^-inches projection 

Filler 4574 

Panels. 4641 



CEILING DESIGN No. 8290 
Price, based on room 17 x 21 feet or larger, $9.13 per sq. inc. 4 mitres 

a a a a 21 x39 " " " 8 72 " " 4 " 

a a u u 27x79 i( u u 8 45 " a a 4 * 



Substitution of cornice may be made to 
suit conditions. Re-pressed bead joints and 
die-cut nail holes. This design cannot be 
applied without the use of furring strips. 
Furring strips extra. 



METAL CEILINGS AND WALLS 



19 




Cornice. 4197 

53^8 inches deep, 5 34 -inch projection 

Filler 4574 

Field Panels 4150, 4153, 4155 



CEILING DESIGN No. 8130 

Price, based on room 14 x 20 feet or larger, $9.30 per sq. inc. 4 mitres 

u a « a 2 X 40 " " " 8.75 " " " 4 

« " « " 26x80 u u " 8,50 * a " 4 " 



Substitution of cornice may be made to 
suit conditions. Re-pressed bead joints and 
die-cut nail holes. This design cannot be 
applied without the use of furring'strips. 
Furring strips extra, 
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INTERNATIONAL STEEL & IRON COMPANY 




Cornice 4221 

llj^g inches deep, 9-inches projection 

Filler 4263 

Border 4306 

Panels 4150, 4153, 4155 



CEILING DESIGN No. 8131 

Price, based on room WA^Wl ft- or larger, $9.50 per sq. inc. 4 mitres 
" " « « 21l/ 2 x41l/ 2 " " " 8-90 u " " 4 

« « « « 27 1 / 2 x81 1 / 2 " " * 8.60 " " u 4 " 



Substitution of cornice may be made to 
suit conditions. Re -pressed bead joints and 
die-cut nail holes. This design cannot be 
applied without the use of furring strips. 
Furring strips extra. 



METAL CEILINGS AND WALLS 
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Cornice . .4221 

113^ inches deep, 9-inches projection 

Filler 4574 

Border Panels 4225 

Mold 4230 

Field Panels 4223 



CEILING DESIGN No. 8046 

Price, based on room 16l/pc2(% ft. or smaller, $9.83 per sq. inc. 4 mitres 
a a u a 2l 1 /2x40 1 /? " " " 9.40 " " " 4 " 

« « " « 26 1 / 2 x80 1 / 2 " * u 9J7 " " " 4 " 



Substitution of cornice may be made to 
suit conditions. Re-pressed bead joints and 
die- cut nail holes. This design cannot be 
applied without the use of furring strips. 
Furring strips extra. 
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INTERNATIONAL STEEL & IRON COMPANY 
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Cornice 4197 

Sj/g inches deep, 5J4-inch projection 

Filler 4574 

Field Panels 4273 



CEILING DESIGN No. 8268 



Price, based on room 15 x 19 feet or larger, $9.40 per sq. inc. 4 mitres 
« « " " 21x39 a " " 8.96 " " " 4 " 

« " « « 27 x 79 " " " 8 78 u " u 4 " 



Substitution of cornice may be made to 
suit conditions. Re-pressed bead joints and 
die- cut nail holes. This design cannot be 
applied without the use of furring strips. 
Furring strips extra. 



METAL CEILINGS AND WALLS 
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Cornice 4197 

5j<8 inches deep, Sj^-inch projection 

Filler 4263 

Border. 4509 

Field Panels 4273 



CEILING DESIGN No. 8306 

Price, based on room 14 x 20 feet or larger, $9.50 per sq. inc. 4 mitres 
a a a a 20x40 u a " 9 08 " " " 4 " 

« " « « 26x80 " * " 8^85 u " " 4 " 



Substitution of cornice may be made to 
suit conditions. Re-pressed bead joints and 
die-cut nail holes. This design cannot be 
applied without the use of furring strips. 
Furring strips extra. 



24 



INTERNATIONAL STEEL & IRON COMPANY 




|^?***r;v •>"-> 



Cornice 4221 

11 J^ inches deep, 9-inch projection 

Filler 4574 

Border Panels 4225 

Mold 4230 

Field Panels 4273 



CEILING DESIGN No. 8048 

Price, based on room 16 1 /2 x 20 1 /2 ft- or larger, $9.80 per sq. inc. 4 mitres 
m a a u 20y 2 x4QV 2 " " " 9.67 " * " 4 " 
u « a « 26 1 / 2 x80l/ 2 " " " 9.17 " " " 4 * 



Substitution of cornice may be made to 
suit conditions. Re-pressed bead joints and 
die-cut nail holes. This design cannot be 
applied without the use of furring strips. 
Furring strips extra. 



METAL CEILINGS AND WALLS 
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Cornice 4197 

53^ inches deep, 5 3^ -inch projection 

Filler 4574 

Panels 4225 



CEILING DESIGN No. 8319 
Price, based on room 13 x 19 feet or larger, $9.20 per sq. inc. 4 mitres 

a a a a 19 x 39 " " " 8.64 " U & 4 U 

a a « « 27 X 79 " u " 8 38 " * " 4 u 



Substitution of cornice may be made to 
suit conditions. Re-pressed bead joints 
and die-cut nail holes. This design cannot 
be applied without the use of furring strips. 
Furring strips extra. 
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INTERNATIONAL STEEL & IRON COMPANY 




Cornice 4221 

ll3<8 inches deep, 9-inches projection 

Filler 4574 

Panels 4701, 4702, 4703 



CEILING DESIGN No. 7101 

Price, based on room 14j/£x20}^ ft. or larger, $9.54 per sq. inc. 4 mitres 
« « « u 20y 2 ^0y 2 " " " 8.90 " " " 4 « 
9 * " a 26^x80K> " " * 8.60 " " " 4 * 



Substitution of cornice may be made to 
suit conditions. Re-pressed bead joints and 
die-cut nail holes. This design may be 
applied direct to wood sheathing, but fur- 
ring strips must be used over plaster or 
joists. Furring strips extra. 



METAL CEILINGS AND WALLS 
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m m 

Cornice .4221 

11 3^ inches deep, 9-inches projection 

Filler 4806 

Panels 4791, 4799, 4792 
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CEILING DESIGN No. 8138 

Price, based on room lS 1 /^!^ 1 /^ ft. or larger, $9.57 per sq. inc. 4 mitres 

" " " " 21l/ 2 x41 1 / 2 " " " 8 - 90 " " " 4 " 
« a a a 2 7 1 / 2 x79V 2 " " " 8.60 " u u 4 " 



Substitution of cornice may be made to 
suit conditions. Re-pressed bead joints and 
die-cut nail holes. This design may be ap- 
plied direct to wood sheathing, but furring 
strips must be used over plaster or joists. 
Furring strips extra. 
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INTERNATIONAL STEEL & IRON COMPANY 




Cornice . 4221 

\\y% inches deep, 9-inches projection 

Filler 4574 

Panels 4790, 4791, 4792 



CEILING DESIGN No. 8277 

Price, based on room 15V^xl!% ft. or larger, $9.57 per sq. inc. 4 mitres 

" " " " 21 1 / 2 x4iy 2 " " " 8.90 u " " 4 " 
« « « « 27y 2 x79V 2 " " " 8.60 " " " 4 " 



Substitution of cornice may be made to 
suit conditions. Re-pressed bead joints and 
die-cut nail holes. This design may be 
applied direct to wood sheathing, but 
furring strips must be used over plaster or 
joists. Furring strips extra. 



METAL CEILINGS AND WALLS 
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Cornice 4221 

llj/g inches deep, 9-inch projection 

Filler 4263 

Border 4425 

Field Plates 4211 



CEILING DESIGN No. 8254 

Price, based on room ISV^xl^V^ ft. or larger, $9.40 per sq. inc. 4 mitres 
« « " * 191/2x411/2 " " " 8.90 " a a 4 u 

a a a a 2 7 1 / 2 x81 1 / 2 " " " 8.55 u " " 4 " 



Substitution of cornice to be made to suit 
conditions. Re-pressed bead joints and 
die -cut nail holes. This design may be 
applied direct to wood sheathing, but 
furring strips must be used over plaster or 
joists. Furring strips extra. 
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INTERNATIONAL STEEL & IRON COMPANY 




Cornice 4556 

12 3/2 inches deep, 123^-inches projection 

Filler 4263 

Border , 4200 

Plates.. 4211 



CEILING DESIGN No. 8255 



Price, based on room ISiA/tVfl/z ft. or larger, $9.40 per sq. inc. 4 mitres 
" " " " 191/2x411/2 " " " 8.92 " " " 4 " 

" " a 22i/ 2 x81i/ 2 " " " 8.60 * u " 4 " 



Substitution of cornice may be made to 
suit conditions. Re -pressed bead joints and 
die-cut nail holes. This design may be 
applied direct to wood sheathing, but 
furring strips must be used over plaster or 
joists. Furring strips extra. 



METAL CEILINGS AND WALLS 
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Cornice 4299 

53^8 inches deep, 4} ^-inch projection 

Filler 4574 

Border Plates 4766, 4776 

Field Plates 4765 



CEILING DESIGN No. 7052 

Price, based on room 15 x 21 feet or larger, $9.15 per sq. inc. 4 mitres 

a « a "21 x 41 " " u 8 67 " " " 4 " 

u u a a 27x81 u a " 8 42 " " a 4 a 



Substitution of cornice may be made to 
suit conditions. Re- pressed bead joints 
and die-cut nail holes. This design may be 
applied direct to wood sheathing, but 
furring strips must be used over plaster or 
joists. Furring strips extra. 
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INTERNATIONAL STEEL 8b IRON COMPANY 




Cornice 4354 

4j/g inches deep, 4 ^-inches projection 

Filler , . .4263 

Border 4447 

Plates 4267 



CEILING DESIGN No. 8272 

Price, based on room 15 x 21 feet or larger, $9.00 per sq. inc. 4 mitres 

u a a a jg x 4j a a a g g^ a a a 4 a 

" " * . " 27x81 " « " 8*40 " " " 4 * 



Substitution of cornice may be made to 
suit conditions. Re-pressed bead joints and 
die- cut nail holes. This design may be ap- 
plied direct to wood sheathing, but furring 
strips must be used over plaster or joists. 
Furring strips extra. 



METAL CEILINGS AND WALLS 
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Cornice 4299 

53^8 inches deep, 4 1 ^-inches projection 

Filler 4263 

Border 4509, 4510 

Panels 4700 



CEILING DESIGN No. 7042 

Price, based on room 14 x 20/eet or larger, $9.48 per sq. inc. 4 mitres 
a a a a 20x40* " " " 9.05 " " " 4 " 



26x80 



8.83 



Substitution of cornice may be made to 
suit conditions. Re-pressed bead joints 
and die-cut nail holes. This design may 
be applied direct to wood sheathing, but 
furring strips must be used over plaster or 
joists. Furring strips extra. 
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INTERNATIONAL STEEL & IRON COMPANY 
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Cornice 4299 

53^8 inches deep, 4j<j-inches projection 

Filler 4574 

Border 4766, 4776 

Panels 4769 



CEILING DESIGN No. 8109 

Price/based on room 15 x 21 feet or larger, $9.15 per sq. inc. 4 mitres 

U a a " 21 X 41 " an o ^y a « a a " 

a u it a 27x81 a u u 8 42 " a a 4 " 



Substitution of cornice may be made to 
suit conditions. Re-pressed bead joints and 
die-cut nail holes. This design may be ap- 
plied direct to wood sheathing, but furring 
strips must be used over plaster or joists. 
Cornice mitres and furring strips extra. 



METAL CEILINGS AND WALLS 
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Cornice 4354 

43^ inches deep, 4 ^-inches projection 

Filler 4263 

Border 4447 

Plates 4342 



CEILING DESIGN No. 8209 

Price, based on room 15 x 21 feet or larger, $9.00 per sq. inc. 4 mitres 

a u a a ]Q x 41 " " " 8 60 " " " 4 " 

u « u « 27x81 " " u 8.34 " u " 4 " 



Substitution of cornice may be made to 
suit conditions. Re-pressed bead joints and 
die-cut nail holes. This design may be ap- 
plied direct to wood sheathing, but furring 
strips must be used over plaster or joists. 
Furring strips extra. 
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INTERNATIONAL STEEL 8b IRON COMPANY 
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Cornice 4354 

43^8 inches deep, 4j^ -inches projection 

Filler 4263 

Border 4345-4343, 4347 

Field Plates 4342 

Center 4324 



CEILING DESIGN No. 8210 

Price, based on room 15 x 21 feet or larger, $9.00 per sq. inc. 4 mitres 
a « a a 21x41 " " " 8.60 " u " 4 " 

« « « a 2 7x81 u a " 8.55 " " * 4 " 



Substitution of cornice may be made to 
suit conditions. Re-pressed bead joints and 
die-cut nail holes. This design may be 
applied direct to wood sheathing, but 
furring' strips must be used over plaster or 
joists. Furring strips extra. 



METAL CEILINGS AND WALLS 
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Cornice 4221 

113^8 inches deep, 9-inches projection 

Filler 4807 

Border 4306 

Panels 4624 



CEILING DESIGN No. 8287 

18x23: 
24x43 



Price, based on room 18 x 23 feet or larger, $9.50 per sq. inc. 4 mitres 

a a a oa v A*z « u " 9 28 " " " 4 u 

I a a a Qiq « « « 4 « 



30x83 



9.15 



Substitution of cornice may be made to 
suit conditions. Re -pressed bead joints and 
die- cut nail holes. This design may be ap- 
plied direct to wood sheathing, but furring 
strips must be used over plaster or joists. 
Furring strips extra. 



38 



INTERNATIONAL STEEL 8b IRON COMPANY 
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Cornice 4292 

6 }/i inches deep, 6 J^- inches projection 

Filler 4263 

Outer Border 4607, 4613, 4614 

Inner Border . . 4604 Corner .4605, 4606 
Field Plates. . .4602 Center 4601 



CEILING DESIGN No. 8248 

Price, based on room 16 x 18 feet or larger, $9.70 per sq. inc. 4 mitres 
a a a a 22x38 " " " 9.06 " " * 4 " 

a a u a 2 8 x 78 " " " 8.72 " " " 4 " 



Substitution of cornice may be made to 
suit conditions. Re-pressed bead joints and 
die -cut nail holes. This design may be ap- 
plied direct to wood sheathing, but furring 
strips must be used over plaster or joists . 
Furring strips extra. 



METAL CEILINGS AND WALLS 
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Cornice . .4815 

8 J/g inches deep, 63^-inches projection 

Filler .4263 

Border 4316 

Plates. . 4206 



CEILING DESIGN No. 8253 

Price, based on room 15 x 21 feet or larger, $9.07 per sq. inc. 4 mitres 

a a u « 10 x 41 a " " 8 68 " " " 4 " 

u a « « 27x81 " " " 8^40 " " " 4 " 



Substitution of cornice may be made to 
suit conditions. Re-pressed bead joints and 
die-cut nail holes. This design may be ap- 
plied direct to wood sheathing, but furring 
strips must be used over plaster or joists. 
Furring strips extra. 
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Cornice 4197 

53^8 inches deep, 5 34 -inches projection 

Filler 4263 

Border 4306 

Plates 4207 



CEILING DESIGN No. 8103 

Price, based on room 15 x 21 feet or larger, $9.07 per sq. inc. 4 mitres 

a a a a jg x ^ a a a 8.68 U " * 4 " 

a a a a 27 x 81 K (i (i 8 40 i( a (t 4 " 



Substitution of cornice may be made to 
suit conditions. Re- pressed bead joints and 
die-cut nail holes. This design may be ap- 
plied direct to wood sheathing, but furring 
strips must be used over plaster or joists. 
Furring strips extra. 



METAL CEILINGS AND WALLS 
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Cornice 4221 

11 J^ inches deep, 9-inches projection 

Filler 4574 

Plates 4581 



" > v:., ; •_ ->,*- 



CEILING DESIGN No. 7100 

Price, based on room 14x20 feet or larger, $9.40 per sq. inc. 4 mitres 
a « « « 20x40 " " " 8 84 " a " 4 " 

« « « « 26x80 " * u 8^54 " " " 4 " 




Substitution of cornice may be made to 
suit conditions. Re-pressed bead joints and 
die-cut nail holes. This design may be ap- 
plied direct to wood sheathing, but furring 
strips must be used over plaster or joists. 
Furring strips extra. 



42 



INTERNATIONAL STEEL & IRON COMPANY 




Cornice 4197 

53^8 inches deep, 5 ^-inches projection 
Plates 4184 



CEILING DESIGN No. 8374 

Price, based on room 13 x 21 feet or larger, $9.20 per sq. inc. 4 mitres 

a a a a 2 1 X 41 " " " 8.60 " " " 4 " 

U a a a 27x81 " " u 8.38 " " " 4 " 



Substitution of cornice may be made to 
suit conditions. Re-pressed bead joints and 
die-cut nail holes. This design may be ap- 
plied direct to wood sheathing, but furring 
strips must be used over plaster or joists. 
Furring strips extra. 



METAL CEILINGS AND WALLS 



43 




:•"•■■■ - ; .•■■■' ■■ .■ . - . . ■ ■■ ■ 



MiR^ilJ! >yls* j,tiy V l vWi u « m* / n* j t ^ i i*J a.H « v* JW j i iv ti** **^lH^3lW v fo * ^ * tv "^ ' ^* — 



Cornice 4222 

7 inches deep, 6 34 -inches projection 

Filler 4263 

Border 4509 

Plates .4802 



CEILING DESIGN No. 8318 

Price, based on room 13 x 21 feet or larger, $9.20 per sq. inc. 4 mitres 
" " " " 21x41 " " " 8.60 " " " 4 " 

" " " " 27x81 " " " 8.38 " u " 4 " 



Substitution of cornice may be made to 
suit conditions. Re -pressed bead joints and 
die-cut nail holes. This design may be ap- 
plied direct to wood sheathing, but furring 
strips must be used over plaster or joists. 
Furring strips extra. 
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Cornice . . .4197 CEILING DESIGN No. 8314 

5j/s inches deep, 5 34 -inches projection 

Filler 4807 Price, based on room 14 x 20 feet or larger, $9,30 per sq. inc. 4 mitres 

Border 4509 " " " * 20 X 40 " " " 8.80 " " " 4 " 

Plates 4162 " u " " 26x80" * a 8.50 " " " 4 " 



Substitution of cornice may be made to 
suit conditions. Re -pressed bead joints and 
die -cut nail holes. This design may be ap- 
plied direct to wood sheathing, but furring 
strips must be used over plaster or joists. 
Furring strips extra. 
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Cornice 4197 

Sj's inches deep, 5}^ -inches projection 

Filler 4807 

Border 4306 

Field Plates 4162 



CEILING DESIGN No. 8113 

Price, based on room 15 x 21 feet or larger, $9.10 per sq. inc. 4 mitres 

a U a a 10x41 " " a 8 70 " U " 4 " 

a a a a 27x81" " " 8 44 u " " 4 " 



Substitution of cornice may be made to 
suit conditions. Re-pressed bead joints and 
die-cut nail holes. This design may be ap- 
plied direct to wood sheathing, but furring 
strips must be used over plaster or joists. 
Furring strips extra. 
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Cornice 4197 

5j^ inches deep, 53^-inches projection 

Filler.. 4574 

Plates 4162 



CEILING DESIGN No. 8375 

Price, based on room 13 x 19 feet or larger, $9.20 per sq. inc. 4 mitres 

a a a tt i g x 39 a u « 8.64 " " " 4 " 

a a a a 27 X 79 " " " 8 40 " (t u 4 " 



Substitution of cornice may be made to 
suit conditions. Re-pressed bead joints and 
die-cut nail holes. This design may be ap- 
plied direct to wood sheathing, but furring 
strips must be used over plaster or joists. 
Furring strips extra. 



METAL CEILINGS AND WALLS 
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Cornice , .4819 

6 inches deep, 6-inches projection 
Ornamental Beaded Sheets 4676 



CEILING DESIGN No. 8352 

Field pattern No. 4676 $7.50 per square 

Cornice No. 4819 — 6" proj., 6" deep 11 per lin. ft. 

Inner and outer corner mitres 40 each 



Substitution of cornice may be made to 
suit conditions. This design may be applied 
direct to wood sheathing, but furring 
strips must be used over plaster or joists. 
Cornice mitres and furring strips extra. 
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Cornice 4818 

6 inches deep, 6-inches projection 
Ornamental Beaded Sheets 4682 



CEILING DESIGN No. 8353 

Field pattern No, 4676 $7.50 per sq. 

Cornice No. 4819—6" proj., 6" deep. . . .11 per lin. ft. 
Inner and outer cornice mitres 40 each 



Substitution of cornice may be made to 
suit conditions. This design may be ap- 
plied direct to wood sheathing, but furring 
strips must be used over plaster or joists. 
Furring strips extra. 



METAL CEILINGS AND WALLS 
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Field pattern No. 4670 $7.50 per sq. 

Cornice No. 4293— 2 ^ P ro JM 33/4" deep. . . .07 per lin. ft. 
Inner and outer mitres 30 each 



Substitution of cornice may be made to 
suit conditions. This design may be ap- 
plied direct to wood sheathing, but furring 
strips must be used over plaster or joists. 
Cornice mitres and furring strips extra. 
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WALL DESIGN No. 8155 

.4221 Plate 4397 

Wainscot 4387 

Covering Walls 10 '-3" high $0.95 per lin. ft. 
" " 12 '-3" " 1.11 " " " 



Rail. 



4393 
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WALL DESIGN No. 7059 

Cornice 4640 Wall Plate. . . .4420 Rail 4622 

Frieze. . 4620 Wainscot. .4624 

Covering Wall 11 '-4* high $1.10 per lin. ft. 

" 13'-4" " 1.26 " " " 







WALL DESIGN No. 7060 

Cornice. . . . .4640 Rail .4622 

Wall Plate. . .4420 Wainscot. . .4624 

Covering Wall lO'-O" high $1.00 per lin. ft, 

" a 12'-0" " 1.14 " " M 
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WALL DESIGN No. 8153 

Cornice 4197 Plate 4341 Rail 

Frieze .4198 Wainscot. 

Covering walls 10'-8" high $0.97 per lin. ft. 
" " 12'-8" u 1.13 " " " 



.4393 
.4387 



WALL DESIGN No. 8168 

Cornice 4197 Plate 4142 Rail 

Frieze 4198 Wainscot. , 

Covering walls 10' -8" high $0.97 per lin. ft. 
" * 12'-8" " 1.13 " " " 



.4393 
.4387 
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No. 4690 Ceiling Panel 
%Y 2 in. deep 27 x 27 in. 

$11,00 per square 
Requires furring 2j*j in. deep 




No. 4481 Rosette 8 in. diameter 

12 cents each 



No. 4686 Stile 




S 



S 



3 x 27 in. 



7 cents each 



No. 4514 Ceiling Panel 27 x 27 in. 

2 in. deep 
$11.00 per square 
Requires furring 2 in. deep 



No. 4689 Corner 

5 cents each 



3 x 3 in. 




No. 4697 Ceiling Panel 

2% in. deep 24 x 24 in. 

$11.00 per square 

Requires furring 2}/% in. deep 
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No. 4872 Ceiling Panel 



lj-g in. deep 
$9.50 per square 



24 x 48 in. 
24 x 24 in. 




No. 4871 Ceiling Panel 



1 Y% in. deep 

12 x 48 in., $10.00 per square 
12 x 24 in., 10.50 " " 



12 x 48 in. 
12 x 24 in. 




No. 4870 Ceiling Panel 
l 3 >i in. deep 12 x 12 in. 

$13.50 per square 




No. 4875 Ceiling Panel 

1% in. deep 18 x 18 in. 

$10.50 per square 




No. 4874 Ceiling Panel 



1% in. deep 

18 x 48 in., $ 9.50 per square 
18 x 24 in., 10.00 u 



18 x 48 in. 
18 x 24 in. 




No. 4876 Ceiling Panel 
l 3 s in. deep 12 x 18 in. 
$11.00 per square 



Panels on this page cannot be applied without the use of furring strips 
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No. 4019 Center Panels No. 4877 Center No. 4324 48 x 48 in. 

$2.20 each 



No. 4027 Center Panels No. 4439 Center No, 4324 

$2.20 each 



48 x 48 in. 




No. 4877 Ceiling Panel \% in. deep 

24 x 24 in. 

40 cents each 




No. 4324 Center \% in. drop 

24 x_24 in. 

60 cents each 




No. 4439 Ceiling Panel 24 x 24 in. 
1 % in. deep 
40 cents each 
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No. 4271 Ceiling Panel 



1% in. deep 
$9.50 per square 



24 x 48 in. 
24 x 24 in. 




No. 4272 Ceiling Panel 



l^g in. deep 
$9.50 per square 



24 x 48 in 




No. 4497 Ceiling Panel 



1% in. deep 

12 x 48 in., $10.00 per square 
12 x 24 in., 10.50 " " 



12 x 48 in. 
12 x 24 in. 




No. 4498 Ceiling Panel 

1% in. deep 12 x 12 in. 

$13.50 per square 




No. 4437 Ceiling Panel 

1% in. deep 18 x 18 in. 

$10.50 per square 




No. 4436 Ceiling Panel 



\% in. deep 

18 x 48 in., $ 9.50 per square 
18 x 24 in., 10.00 " " 



18 x 48 in. 
18 x 24 in. 




No. 4438 Ceiling Panel 

\% in. deep 12 x 18 in. 

$11.00 per square 



Panels on this page cannot be applied without the use of furring strips 
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No. 4384 Ceiling Panel 



1 in. deep 
18 x 48 in., $9.00 per square 
18 x 24 in., 9.50 " u 



18 x 48 in. 
18 x 24 in. 



No. 4890 Ceiling Panel 



1 % in. deep 
$9.00 per square 



24 x 48 in. 
24 x 24 in. 





No. 4382 Ceiling Panel 



1 in. deep 

12 x 48 in., $ 9.50 per square 
12 x 24 in., 10.00 " 



12 x 48 in. 
12 x 24 in. 



No. 4350 Ceiling Panel 



1 in. deep 
$8.50 per square 



24 x 48 in. 
24 x 24 in. 




; 



\ 






No. 4351 Ceiling Panel 



1 in. deep 
$8.50 per square 



24 x 48 in. 
24 x 24 in. 



No. 4383 Ceiling Panel No. 4385 Ceiling Panel 

1 in. deep 18 x 18 in. 1 in. deep 12 x 18 in. 

$10.00 per square $10.50 per square 



No. 4380 Ceiling Panel 

1 in. deep 12 x 12 in. 

$12.50 per square 



Panels on this page cannot be applied without the use of furring strips 
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No. 4643 Ceiling Panel 



% in. deep 
$8.00 per square 



) 



24 x 48 in. 
Also made 24 x 24 in. 




No. 4641 Ceiling Panel 



% in. deep 



24 x 48 in. 
Also made 24 x 24 in. 
and 12x12 in. 
24 x 48 in. and 24 x 24 in., $8.00 per square 
12x12 in., $12.00 per square 




<* 



No. 4642 Ceiling Panel % in. deep 12 x 48 in. 

12 x 48 in., $9.00 per square Also made 12 x 24 in. 
12x24 in., 9.50 " " 




■^ 
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No. 4645 Ceiling Panel 
% in. deep 18 x 18 in. 

$9.50 per square 




S 



No. 4644 Ceiling Panel 



% in. deep 

18 x 48 in., $8.50 per square 
18 x 24 in., 9.00 " " 



18 x 48 in. 
Also made 18 x 24 in. 




\ 



No. 4646 Ceiling Panel 

5*4 in. deep 12 x 18 in. 

$10.00 per square 



Panels on this page cannot be applied without the use of furring strips 
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No. 4790 Flush Back Panel 



% in. deep 
$8.00 per square 



24 x 48 in. 
24 x 24 in. 
24 x 96 in. 




No. 4791 Flush Back Panel % in. deep 12 x 48 in. 

12 x 48 in., $9.00 per square 12 x 24 in. 

12 x 24 in., $9.50 " 





No. 4792 Flush Back Panel % in. deep 
12 x 12 in., $12.00 per square 



No. 4799 Flush Back Panel 



% in. deep 
$8.00 per square 



24 x 48 in. 
24 x 24 in. 




No. 4798 Flush Back Panel 



% in. deep 



$8.50 per square 
$9.00 per square 



18 x 48 in. 

18 x 24 in. 




No. 4797 Flush Back Panel 

% in. deep 18 x 18 in. 

$9.50 per square 
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No. 4796 Flush Back Panel 

% in. deep 12 x 18 in. 

$10.00 per square 



Panels on this page may be applied direct to wood sheathing, but furring strips must be used over plaster or joists. 
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No. 4150 Ceiling Panel 



% in. deep 
$8.00 per square 



24 x 48 in. 
24 x 24 in. 




No. 4151 Ceiling Panel 



% in. deep 


18 x 48 in 


18 x 48 in., $8.50 per square 


18 x 24 in 


18 x 24 in., 9.00 " " 






No. 4152 Ceiling Panel 

Y% in. deep 

18 x 18 in. 

$9.50 per square 




No. 4153 Ceiling Panel 



Y% in. deep 




$9.00 per square 


12 x48in. 


9.50 " 


12 x 24 in. 




No. 4154 Ceiling Panel 

Y% in. deep 

12 x 18 in. 

$10.00 per square 




No. 4155 Ceiling Panel 

h /% in. deep 

12 x 12 in. 

$12.00 per square 



Panels on this page cannot be applied without the use of furring strips 
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No. 4701 Flush Back Panel 



n 



Drop 



$8.00 per square 



No. 4704 Flush Back Panel 



Y% Drop 



12 x 48 in. $9.00 per square 
12 x 24 in. $9.50 " 



24 x 48 in. 
24 x 24 in. 
24 x 96 in. 




12 x 48 in. 
12 x 24 in. 



No. 4702 Flush Back Panel 

18 x 48 in., 
18 x 24 in., 



Y% Drop 
$8.50 per square 
9.00 " " 
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18 x 48 in. 
18 x 24 in. 



No. 4706 Flush Back Panel 

%" Drop 12 x 12 in. 

$12.00 per square 



No. 4705 Flush Back Panel 
%" Drop 12 x 18 in, 

$10.00 per square 




No. 4703 Flush Back Panel 

%" Drop 18 x 18 in. 

$9.50 per square 



The above panels may be applied direct to wood sheathing, but furring strips must be used over plaster or joists. 
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No. 4273 Ceiling Panel 



%" Deep $8.50 per sq. 24 x 48 in. 

$8.50 per sq. 24 x 24 in. 

12 x 48 in., $9.50 per square 



No. 4225 Ceiling Panel 



y± in. Deep 
$8.00 per square 



24 x 48 in. 
24 x 24 in. 
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No. 4211 Ceiling Plate 



$8.00 per square 



24 x 48 in. 
24 x 24 in. 
24 x 96 in. 



No. 4765 Ceiling Plate 



$8.00 per square 





No. 4776 Corner 12 x 12 in. 
12 cents each 



No. 4766 Border 



12 x 48 in., $9.00 per square 
12 x 24 in., 9.50 " 



No. 4769 Flush Back Panel 



[ No. 4267 Ceiling Plate 



24 x 48 in. 
24 x 24 in. 



3.00 per square 24 x 24 in. $8.00 per square 

Plates on this page maybe applied direct to wood sheathing, but furring strips must be used over plaster or joists 



24 x 48 in. 
24 x 24 in. 




12 x 48 in. 
12 x 24 in. 
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24 x 48 in. 
24 x 24 in. 
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No. 4600 Center Plate 



$9.00 per square 



24 x 48 in. 




No. 4599 Center Cap 
8 in. diameter 
10 cents each 




No. 4601 Center 48 x 48 in. 

Composed of two plates No. 4600 and Center Cap No. 4599 
$1.54 each 
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No. 4602 Ceiling Plate 



$8.00 per square 






24 x 48 in. 
24 x 24 in. 
24 x 96 in. 




No. 4508 Corner 24 x 24 in. 

$9.00 per square 





No. 4604 Border 



3.50 per square 



24 x 48 in. 
24 x 24 in. 



No. 4603 Corner 24 x 24 in. 

$9.00 per square 








No. 4609 Corner 24 x 24 in. 

$9.00 per square 




No. 4505 Corner, to be used with No. 4606 

$9.00 per square 



24 x 48 in. 







No. 4606 Corner 24 x 24 in. 

To be used with No. 4605 
$9.00 per square 



Plates on this page may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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No. 4610 Corner 18 x 18 in, 

$10.50 per square 




No. 4614 Border 



18 x 48 in. 



$9.50 per square 




No. 4611 Corner 24 x 24 in. 

40 cents each 




No. 4613 Border 18 x 24 in. 

$10.00 per square 




No. 4607 Border 



18 x 48 in. 




$9.50 per square 



No. 4612 Border 18 x 12 in. 

$11.00 per square 




No. 4854 Mold 



8 cents per lineal foot 



6 x 48 in. 
6 x 24 in. 




No. 4855 Cross 
6 x 6 in. 





No. 4856 Tee 

6x6 in. 
10 cents each 



No. 4857 Ell 
6 x 6 in. 
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No. 4700 Flush Back Panel 



$8.50 per square 



) 



) 



24 x 48 in. 
24 x 24 in. 




No. 4392 Beaded Ceiling Panel 



$7.50 per square 



24 x 96 in. 
24 x 48 in. 




No. 4223 



Panel Y% in. deep 
$8.50 per square 
12 x 48 in., $9.50 per square 



/ 






\ 



24 x 48 in. 
24 x 24 in. 
12 x 48 in. 




No. 4676 Ornamental Beaded Sheet 

$7.50 per square 



24 x 96 in. 
24 x 48 in. 





No. 4682 Ornamental Beaded Sheet 24 x 96 in. No. 4670 Ornamental Beaded Sheet 

$7.50 per square 24 x 48 in. $7.50 per square 

Patterns 4392, 4670, 4676 and 4682 may be applied direct to wood joist spaced 12" or 16" on centers, but the use of furring strips is preferable 



24 x 96 in. 
24 x 48 in. 
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No. 4427 Corner 24 x 24 in. 

$8.50 per square 




No. 4425 Border 



$8.50 per square 



24 x 48 in. 
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No. 4428 Corner 24 x 24 in. 

$8.50 per square 





No, 4309 Corner 24 x 24 in. 

$8.50 per square 



No. 4426 Border 24 x 24 in. 

$8.50 per square 
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No. 4307 Corner 24 x 24 in. 

$8.50 per square 




No. 4306 Border 



$8.50 per square 



24 x 48 in. 
24 x 24 in. 



No. 4308 Corner 24 x 24 in. 

$8.50 per square 
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No. 4347 Border 



$8.50 per square 



24 x 48 in. 




No. 4447 Border 



$8.50 per square 



24 x 48 in. 
24 x 24 in. 
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No. 4345 Corner 24 x 24 in. 

$8.50 per square 



No. 4343 Border 24 x 24 in. 

$8.50 per square 



No. 4344 Corner 24 x 24 in. 

$8.50 per square 





No. 4332 Corner 24 x 24 in. 
$8.50 per square 


No. 4316 Border 


$8.50 per square 


24 x 48 in 
24 x 24 in. 




No. 4320 Corner 24 x 24 in. 

$8.50 per square 
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No. 4230 Mold 




No. 4510 Corner 18 x 18 in. 

25 cents each 



6 x 48 in. 



8 cents per lineal foot 




> 



No. 4509 Border 



18 x 48 in. 
18 x 24 in. 



18 x 48 $9.00 per square 
18 x 24 9.50 ." 




No. 4233 Ell 

6 x 6 in. 
10 cents each 
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No. 4511 Corner 24 x 24 in. 

40 cents each 




No. 4201 Corner 18 xl8 in. 

25 cents each 




No. 4200 Border 



18 x 48 $8.50 per square 
18 x 24 9.00 " 



18 x 48 in. 

18 x 24 in. 




No. 4202 Corner 24 x 24 in. 

40 cents each 
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No. 4393 Wainscot Rail 



7 x 48 in. 



8 cents per lineal foot 
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No. 4198 Frieze 



12 x 48 in. 



9c per lineal foot 
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No. 4341 Wall Plate 



24 x 48 in. 
24 x 96 in. 
$8.00 per square 24 x 72 in. 
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No. 4420 Wall Plate 



$8.00 per square 



24 x 48 in. 
24 x 96 in. 
24 x 72 in. 





No. 4397 Wall Plate 



$8.00 per square 



24 x 48 in. 
24 x 96 in. 
24 x 72 in. 
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No. 4624 Wainscot 24 x 30 in. 

$9.00 per square 



No. 4387 Wainscot 24 x 32 in. 

$8.00 per square 



No. 4342 Ceiling Plate 



$8.00 per square 



24 x 48 in. 
24 x 24 in. 
24 x 96 in. 



METAL CEILINGS AND WALLS 
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No. 4184 Ceiling Plate 



$8.00 per square 



24 x 48 in. 
24 x 24 in. 
24 x 96 in. 




No. 4142 Ceiling Plate 



$8.00 per square 



24 x 48 in. 
24 x 24 in. 
24 x 96 in. 





No. 4162 Ceiling Plate 




24 x 48 in 
24 x 24 in 




$8.00 per square 


24 x 96 in 



Plates on this page may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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No. 4100 1 x 4 in. Tile 



$8.00 per square 



24 x 48 in. 
24 x 96 in. 



No. 4104 3 x 6 in. Tile 



$8.00 per square 



24 x 48 in. 
24 x 96 in. 





No. 4101 1^ x 6 in. Tile 



$8.00 per square 



24 x 48 in. 
24 x 96 in. 



No. 4102 3 x 3 in. Tile 



$8.00 per square 



24 x 48 in. 
24 x 96 in. 



No. 4110 Tile Cap 



ABC D 



A 4 cents per lineal foot 

B and C 5 cents per lineal foot 

D 6 cents per lineal foot 



2^ x 48 Jn. 



When metal tile is used for wainscoting it should have a solid backing of wood sheathing 







METAL CEILINGS AND WALLS 
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No. 4575 Corner 24 x 24 in. $8.50 per sq. 
18 x 18 in. 9.00 ** " 
12 x 12 in. 9.50 " " 




No. 4574 Filler 



8, 10, 12, 14, 16, 18, 20 and 24 x 48 in. 
B.00 per square 




No. 4576 Corner 24 x 24 in. 

$8.50 per square 










No. 4263 Filler 



6, 8, 10, 12, 14, 16, 18, 20 and 24 x 48 in. 
$8.00 per square 24 x 96 in. 



No. 4806 Filler 



6, 8, 10, 12, 14, 16, 18, 20 and 24 x 48 in. 

24 x 96 in. 
$8.00 per square 30 x 96 in. 




No. 4807 Filler 8, 10, 12, 14, 16, 18, 20 and 24 x 48 in. 

24 x 96 in. 
$8.00 per square 
Width of center ornament 6 in. 
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No. 4197 Cornice 5 % in. projection $}/% in. deep 48 in. long 

10 cents per lineal foot, including wood brackets 



H— 6f~~\ 




No. 4222 Cornice 6J4 in. projection 7 in. deep 48 in. long 

12 cents per lineal foot, including wood brackets 
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No. 4354 Cornice 4j^ in. projection 4>^ in. deep 48 in. long 

8 cents per lineal foot, including wood brackets 




No. 4868 Cornice 4 in. projection 4 in. deep 48 in. long 

7}4 cents per lineal foot, including wood brackets 





No. 4197 Inner Mitre No. 4197 Outer Mitre 

40 cents each 





No. 4222 Inner Mitre 



# 



No. 4222 Outer Mitre 



50 cents each 




No. 4354 Inner Mitre No. 4354 Outer Mitre 

40 cents each 



^ 




No. 4868 Inner Mitre No. 4868 Outer Mitre 

40 cents each 




No. 4293 Cornice 2)4 in. projection 3% in. deep 

6 cents per lineal foot (without brackets) 
7 cents per lineal foot (with brackets) 



48 in. long 




No. 4836 Cornice 4^ in. projection 4 in. deep 

8 cents per lineal foot (without brackets) 
9 cents per lineal foot (with brackets) 



48 in. long 




No. 4293 Inner Mitre 




30 cents each 




No. 4293 Outer Mitre 




No. 4836 Inner Mitre No. 4836 Outer Mitre 

30 cents each 



METAL CEILINGS AND WALLS 



75 



h--< 1 




No. 4816 Cornice 6% in. projection 6% in. deep 48 in. long 

10 cents per lineal foot (without brackets) 

1 1 cents'per lineal foot (with brackets) 




No. 4816 Inner Mitre 



40 cents each 




No. 4816 Outer Mitre 
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No. 4469 Cornice 5 in. projection 9% in. deep 48 in. long 

13 cents per lineal foot, including wood brackets 




No. 4469 Inner Mitre 



40 cents each 




No. 4469 Outer Mitre 
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No. 4815 Cornice 634 * n - projection 8]^ in. deep 48 in. long 

13 cents per lineal foot, including wood brackets 




No. 4815 Inner Mitre 



50 cents each 




No. 4815 Outer Mitre 
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No. 4292 Cornice 6^2 m - projection 6 34 m - deep 48 in. long 

12 cents per lineal foot, including wood brackets 




No. 4292 Inner Mitre 




No. 4292 Outer Mitre 



50 cents each 






No. 4299 Cornice 4*^2 in. projection $}/% in. deep 48 in. long 

9 cents per lineal foot, including wood brackets 





No. 4299 Inner Mitre 



40 cents each 




No. 4299 Outre Mitre 
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No. 4250 Cornice 12^ in. projection 173^8 i n - deep 

22 cents per lineal foot, including wood brackets 



in. long 






No. 4250 Inner Mitre 75 cents each No. 4250 Outer Mitre 



No. 4556 Cornice 12 J^ m - projection 12^ in. deep 48 in. long 

20 cents per lineal foot, including wood brackets 
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No. 4556 Inner Mitre 65 cents each No. 4556 Outer Mitre 




No. 4221 Cornice 9 in. projection 11 3^ in - deep 48 in. long 

17 cents per lineal foot, including wood brackets 





No. 4221 Inner Mitre 65 cents each No. 4221 Outer Mitre 
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No. 4640 Cornice 12 in. projection 11 3^ in. deep 48 in. long 

20 cents per lineal foot, including wood brackets 





No. 4640 Inner Mitre 65 cents each No. 4640 Outer Mitre 
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No. 4640 Cornice 12 in. projecLiun ~ /0 — 

20 cents per lineal foot, including wood brackets 



